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Public Works, Canada. 

GEORGIAN BAY SHIP CANAL 

estimate plan 

Paquette Lock to Desjoachims 



DESJOACHIMS „ 


ESTMEATHj 


PETAWAWA 


PEMBROKE 


R.W.S.4«Lr <p » 


SV0 


^ a- 


<f * 




.# 


K^ 


^ 



265M. 


260 M. 


255M 


250 M. 


245M. 


240 M. 237-40 M 235 M. 


230M. 


2Z5M. 


2Z0M 


2I5M. 


2I0M 


J.E./?.Atatfe/0e/. 


